Brief comment text:

I am not aware of any complaints on interference on 60m. For this reason, I would like to see the VFO operation across the entire segment and eliminate the five channels to make it equal in bandwidth to that used by the Europeans.  The EU seems to be the trendsetter these days and we should be keeping up with them.

I also request that the power limit be increased to 400watt A higher power limit would be more effective communications
